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| EC Certificate of Conformity oneal 
cle | (to EMC Directive 89/336/EEC) 
TERNATO (according to ISO/IEC Guide 22 and EN 45014) 


C€ 


DECLARATION OF CONFORMITY 


‘Ne00080203 
Supplier's CTE, International st 

Address ‘Vie R. Sevardi 7 42010 Mancasele Reggio Emilia Ttaly, 
Product Name ca458 

Product Type ‘Battery charger 


‘The product described above sia confonmity with the folowing EMC Specifications based on sample testing 


Document N’ Tile Edition /Date of issue 
EN 39014, Al Limisd methods of radio disturbance characteristics of electrical 
-motor-operated and thermal applisnces for household and sinrlar 


purposes, electric tools and similar electric apparstus 1988 
EN 61 000-3.2 Limits for harmonic curren emissions (equipment input current <= 16 per 

phase) 1998 
ENS1 0003.3. Liming votage thocandficker in 

low-vokage power system devices with rated curent <16 A 1995 


ENS5014-2 Limits and measurement methods for 
adio-disturbence features in household devices and similar, with 


solos or thermal, electric tools and simiar electric apparatus 1997 
ENGI 558-1, Al Safty of power trensformer, power supply unts and similat 1997 
EN6] 558-22 Control trasformers for general se 197 


‘Thetested sample fulfils the requirements specified above, on the basis ofthe test resuls and their eveluation, 25 show in the 
following Report. N°: 9819274/01-(2-V-l 


The product herewith complies with he requirements of EMC Directive R0/336/ERC - 93/68REC - 73/29/EEC 
Supplementary information ro the conformity assessment result on which the declration is based. 


CTE. International 
‘Via RSevardi 7 - 42010 Mancasale - Reggio Emilia 
Ital 


Reggio Emil, o8i08/00 ‘Quality Assurance Manager Stefano Petertini 


